Message 


From: Lobik Stephen [slobik@faciLumass.edu] 

Sent: 10/22/2010 5:08:04 PM 

To: Hanchett, James (DPH) [James.Hanchett@state.ma.us] 

Subject: FW: Alera Wire Shelving 


Jim, 

Will this type of shelving work? 

Stephen 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T) 413-545-6516 

(F) 413-545-3634 
slobik@fadLumass.edu 

From: Eric [mailto:eric@lexingtongroupinc.com] 

Sent: Friday, October 22, 2010 1:04 PM 

To: Lobik Stephen 

Subject: RE: Alera Wire Shelving 

Hi Stephen, 

Please find the attached floor plan for the Morrill storage room. I hope I drew this correctly. Please let me know if the 
door(s) location needs to be corrected. 

Also below, please find the link for a picture/description of the shelving that I am proposing. 
http://www.biggestbook.com/search. jsp?Ntt=ALE-SW5Q3624BA&N=Q 
I hope this will fit the bilk I use then for storing "banker's boxes" all of the time. 

Please review and contact me if you have any questions or concerns. 

Thank you. - Eric 

From: Lobik Stephen [mailto:slobik@facil.umass.edu] 

Sent: Tuesday, October 19, 2010 9:07 AM 

To: Eric 

Subject: 


Eric, 
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How are you doing on selecting shelving for 224B? We are moving in and using some temp shelving. Please 
let me know. 

Thanks, 

Stephen 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T) 413-545-6516 

(F) 413-545-3684 
slobik@facil.umass.edu 
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